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3.1 ( c K 1 X ii ) 

HOUSING FACILITIES, GENERAL. 

(c) Surfaces- 

(1) General requirements. The surfaces of housing facilities— including houses, dens, and other furniture-type fixtures and 
objects within the facility-must be constructed in a manner and made of materials that allow them to be readily cleaned and 
sanitized, or removed or replaced when worn or soiled. Interior surfaces and any surfaces that come in contact with dogs or 
cats must; 

(ii) Be free of jagged edges or sharp points that might injure the animals. 


Surfaces must be repaired when they are worn. The 3rd pen from the south in the south wing on the west side needs the 
siding repaired or replaced inside the dog enclosure. Affects 3 dogs. 

Also, two of the floor pens in the same area on the east side needs the top door repaired or replaced. The dogs have 
chewed the edge. Affects 3 dogs. 
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